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A 27 years old male patient was referred to our hospital with traumatic asphyxia due to a job accident. He had been intubated before the admission. He was 
hospitalized in the intensive care unit and a nasogastric tube was inserted. However, radiological investigations showed that the tube was passed just near the 
endotracheal tube and placed in the tracheobronchial system (Figure 1,2). 


Figure 1. (a) Chest x-ray presenting endotracheal tube and a thinner tube (nasogastric tube) in the trachea and right main bronchus 
(b and c) Thoracic CT presenting endotracheal tube and a nasogastric tube in the trachea. 
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Figure 2. (a)Thoracic CT presenting endotracheal tube and a nasogastric tube in the trachea (b) Thoracic CT presenting nasogastric t 
(c) Thoracic CT presenting nasogastric tube in the right main bronchus (d) Thoracic CT presenting nasogastric tube in the intermediate bronchus. 
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